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Av 1/9 
TH Me 
Aasiata t Director, Reporte & Estimates 23 December 1947 
Executive for admintatration and Management 
ORE Personnel Ceiling 
1. The personnel ceiling increase of Jposition: was 25X9A2 
nade a a bring the total ceiling big renlas of fog tg 
adequate level for operating purposes untl ae new e 
of Organisation is approved and new ceflings astablished. 
2. ‘The reference to the Hap Intelligence Branch in ny 
memorandum of 28 November 1947 does not establish « personnel 
25X9A2 cedling of Jj positions for the lap Intelligence Branch, The 
eetling increase is to be See, alloceted within 
ORE at your discretion, 
FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 
bj . 
25X1A9a 
Executive for 
Adminiatration end Zansgement 
eo: Personnel Branch (2) 
Budgat & Finance Braneh (1) “ 
‘ ra 
— Dee. 
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